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SUBJECT: TC ADVANCED MEDICAL EQUIPMENT SHOW, OCTOBER 6-10, 1975 

1. TC RECOMMENDS OIM CHANGE SUBJECT SHOW DATES TO OCTOBER 4-9, 1975. 
TAKESHI TSUBO, REPRESENTATIVE DIRECTOR OF NIHON TECHNICON K.K., AND 
A MEMBER OF JAPAN MEDICAL ASSOCIATION (JMA) ORGANIZING COMMITTEE 
FOR XXIXTH WORLD MEDICAL ASSEMBLY (WMA), IMPERIAL HOTEL, TOKYO, 
OCTOBER 6-10, 1975, BELIEVES MANY JAPANESE AND THIRD COUNTRY DOCTORS 
ATTENDING WMA WILL REGISTER OCT 4 AND 5 AND HAVE ABUNDANT FREE TIME 
THAT WEEKEND TO VISIT USTC EXHIBITION. NUMBER OF M.D.'S ATTENDING 
WMA EXPECTED TO BE APPROX 2,500. REQUEST OIM CONCURRENCE. 

2. TCD PREPARING LETTER TO DR. SOROKU YAMAGATA, SECRETARY GENERAL 
WMA ORGANIZATION COMMITTEE, REQUESTING HIS COOPERATION BY 
DISSEMINATING TC SHOW INFORMATION TO ATTENDEES AND INCLUDING TC 
VISIT IN THEIR ACTIVITIES AGENDA. IF COMMITTEE RESPONSE FAVORABLE, 

TC MAY PLAN SHUTTLE BUS SERVICE BETWEEN WMA CONFERENCE SITE AND 
TTB. 

3. FYI: NIHON TECHNICON KK PLANS PARTICIPATE THIS EXHIBITION. 

HODGSON 
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